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MEMORANDUM FOR: Deputy Director for Administration 


PROM: Bruce T, Johnson 
Director of Data Processing 


qo Support to OP 


NON 
o101 
xX 
—_—— 


Ames building to support PERINSUR processing. Upon 
jected completion date is 30 Movember. During the i 


terminals by 7 November at Ames siding, room 503, 
conversion and system testing. 


Support to OF 


STAT or pay the difference hetween the new and old 


SAFE 


STAT DD/NFAC and Mr. Rice D/OCR on 2 November and to Mr. 
on 4 November. 


Events During the Coming Week 
on 1D # fgadet, the Psychological Services Staff 
scheduled td'Brist D/ODR and members of the MZ Caree 
on the Brofegs torial ‘Rpplitant Test Battery (PATB) an 
: BES ‘epployee placement and career development. 


[| t~—“C;isCizCS /s/ Bruce T. yohason 
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STAT 


PERHOSP (Personnel Hospitalization Insurance System) The office 
of Communications (OC) has begun to install power and data lines at 


Office of Personnel Insurance Branch will have 11 dedicated Delta 
Data terminals atrategically located in Ames building. OC's pro- 


Engineering Division plans to temporarily install five Delta Data 


The Office of Finance notified us that two dictionaries were not 
updated for the Legislative Pay Increase (LPT). Therefore the max- 
imum overtime rate, based on a GS-10/1, was {incorrect for the pay 
period 23/81, and overtime was underpaid by $0.71 per hour for cer- 
tain grades. We met with OF personnel on 27 October to determine hor 


Following replacement of a defective printer, acceptance tests 
for the Burroughs B6900 computer in the Horthside Computer Center 
began on 2 Wovember. The acceptance testing is expected to last 4 
minimum of 30 days, Tours of the facility were given to Mr. Hineman. 
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completion, the 


nterim, ODP 


to support 
STAT 


overtime rates. 


Pitzwater, DDA, 


, OMS, is 
cr Sub-Group Boer: 


G_its asible 
pT star 
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